20            A LIFE OF GEORGE WESTINGHOUSE

Late in 1913 the magnificent structure gave way. An or-
ganic disease of the heart developed. The quizzical humor
still lived, the inventive spirit still was active, but the
body slowly faded away, and on March 12,1914, he died.